Specimen # 



Control/Req Number 



Pg 1 



LabCorp 



V 1.28 



Fasting 



Micro Source 



Date Collected 
09/09/14 



Time Collected 

14:18 



Patient ID Number 



Total Urine Volume 



Date Entered 

09/09/14 



Patient Phone Number 



Patient Name 



Report Status 

S / Final 



Clinical Information 



Date Reported 
09/14/14 



Patient SSN 



Sex 
M 



Date of Birth 

'87 



Account 

17123375 

Direct Laboratory Services 
300 Mariners Plaza Suite 321 
Mandeville, LA 70448 



Patient Address 



Comments 

PATIENT AGE: 027/ PHY NAME: Lname, fname 

1 , 



Tests Requested Comp. Metabolic Panel (14); TSH; Thyroxine (T4) Free, Direct, S; Reverse T3, Serum; Vitamin D, 25-Hydroxy; 
Triiodothyronine,Free, Serum 



TESTS 


RESULT 


FLAG UNITS 


REFERENCE INTERVAL 


LAB 


Glucose, Serum 


89 


mg/dL 


65-99 


01 


BUN 


14 


mg/dL 


6-20 


01 


Creatinine, Serum 


0.97 


mg/dL 


0.76-1.27 


01 


eGFR Tf NonAfricn Am 

Kt v_J 1 _LV 11 llVJlLTVlllvll Jllll 


107 


iti I /min/l 1% 

111_Lj/ 111111/ 1 . / _J 


>59 


01 


eGFR IfAfricnAm 


123 


mL/min/1.73 


>59 


01 


BUN/Creatinine Ratio 


14 




8-19 


01 


Sodium, Serum 


140 


mmol/L 


134-144 


01 


Potassium, Serum 


4.7 


mmol/L 


3.5-5.2 


01 


Chloride, Serum 


98 


mmol/L 


97-108 


01 


Carbon Dioxide, Total 


23 


mmol/L 


18-29 


01 


Calcium, Serum 


10.0 


mg/dL 


8.7-10.2 


01 


Protein, Total, Serum 


7.3 


g/dL 


6.0-8.5 


01 


Albumin, Serum 


4.8 


g/dL 


3.5-5.5 


01 


Globulin, Total 


2.5 


g/dL 


1.5-4.5 


01 


A/G Ratio 


1.9 




1.1-2.5 


01 


Bilirubin, Total 


0.4 


mg/dL 


0.0-1.2 


01 


Alkaline Phosphatase, S 


93 


IU/L 


39-117 


01 


AST (SGOT) 


32 


IU/L 


0-40 


01 


ALT (SGPT) 


72 


HIGH IU/L 


0-44 


01 


TSH 


2.680 


uIU/mL 


0.450-4.500 


01 


Comment: 








01 


T4,Free(Direct) 


1.29 


ng/dL 


0.82-1.77 


01 


Reverse T3, Serum 


33.0 


HIGH ng/dL 


9.2-24.1 


02 
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Specimen # 



Control/Req Number 



Pg 2 



LabCorp 



V 1.28 



Fasting 



Micro Source 



Date Collected 
09/09/14 



Time Collected 

14:18 



Patient ID Number 

140728 



Total Urine Volume 



Date Entered 

09/09/14 



Patient Phone Number 



Patient Name 



Report Status 

S / Final 



Clinical Information 



Date Reported 
09/14/14 



Patient SSN 



Sex 
M 



Date of Birth 
/87 



Patient Address 



Comments 

PATIENT AGE: 



Account 

17123375 

Direct Laboratory Services 
300 Mariners Plaza Suite 321 
Mandeville, LA 70448 

985-624-9186 
UPIN: 0 



027/ 



PHY NAME: Lname, fname 



Tests Requested Comp. Metabolic Panel (14); TSH; Thyroxine (T4) Free, Direct, S; Reverse T3, Serum; Vitamin D, 25-Hydroxy; 
Triiodothyronine,Free, Serum 



Vitamin D, 25-Hydroxy 10.0 LOW 

Vitamin D deficiency has been defined by the Institute of 
Medicine and an Endocrine Society practice guideline as a 
level of serum 25-OH vitamin D less than 20 ng/mL (1,2). 
The Endocrine Society went on to further define vitamin D 
insufficiency as a level between 21 and 29 ng/mL (2). 

1. IOM (Institute of Medicine). 2010. Dietary reference 
intakes for calcium and D. Washington DC: The 
National Academies Press. 

2. Holick MF, Binkley NC, Bischoff-Ferrari HA, et al. 
Evaluation, treatment, and prevention of vitamin D 
deficiency: an Endocrine Society clinical practice 
guideline. JCEM. 2011 Jul; 96(7): 191 1-30. 



ng/mL 



REFERENCE INTERVAL 



30.0-100.0 



01 



Triiodothyronine,Free,Serum 



Lab: 



3.3 



pg/mL 



2.0-4.4 



01 



02 LabCorp Burlington 

1447 York Court , Burlington, NC 272153361 
For inquires, the physician may contact: Branch 800-222-7566 Lab: 205-581-3500 



Director: William F Hancock, MD 
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